Author Index 


Amlacher, R., see Weber, H. 459 

Arakawa, S., see Kojima, K. 210 

Aranno, V.D’,see D’Aranno, V: 234 

Aravagiri, M. 

—, Marder, S.R. and Van Putten, T. 
Determination of plasma homovarillic 
acid by column liquid chromatography 
with electrochemical detection 419 

Assman, B. 

— and Haas, H.J. 

Determination of creatinine-related uri- 
nary uracil excretion in children by high- 
performance liquid chromatography 277 

Aweeka, F.T., see Hassanzadeh, M.K. 133 

Baba, S., see Shinohara, Y. 93 

Badcock, N.R. 

Micro-scale method for itraconazole in 
plasma by reversed-phase high-perform- 
ance liquid chromatography 478 

Baier, G. 

—, Wollensak, G., Mur, E., Redl, B., Stéffler, 
G. and Géttinger, W. 

Analysis of human tear proteins by differ- 
ent high-performance liquid chromato- 
graphic techniques 319 

Banno, K. 

—, Matsuoka, M., Horimoto, S. and Kato, J. 
Simultaneous determination of panto- 
thenic acid and hopantenic acid in biolog- 
ical samples and natural products by gas 
chromatography-mass fragmentography 

255 

Barlow, R.D., see Parviainen, M.T. 193 

Benowitz, N.L., see Zhang, Y. 349 

Bianchetti, G., see Guinebault, P. 359 

Boismenu, R., see Van Oers, N.S.C. 59 

Boniforti, L., see Zuccaro,P. 447 

Borsini, F.,see D’Aranno, V. 234 

Borstel, B., see Gross, A.S. 183 

Bottjen, P.L., see Markin,R.S. 464 

Brenchley, P.E.C., see Sewell, R.F. 246 

Bruijn, E.A. de, see Tjaden, U.R. 141 

Brun, S., see Larroque,M. 249 

Calvo, M.,seeEna,J.M. 442 

Carlucci, G. 

High-performance liquid chromato- 
graphic assay for nizatidine, a new H, 
blocker, in human plasma and urine using 


disposable solid-phase extraction columns 
490 

Castillo, H.,seeEna,J.M. 442 

Cohen, B.L., see Van Oers, N.S.C. 59 

Cornaglia-Ferraris, P., see Montaldo, P.G. 
471 

Corran, P.H., see Lovell,G. 287 

Dal Fiume, D.,see Lorusso, V. 401 

D’Aranno, V. 

—, Mancinelli, A., Borsini, F., Furio, M. and 
Meli, A. 

Determination of nomifensine in rat brain 
by high-performance liquid chromato- 
graphy with fluorescence detection 234 

DeAngelis, R. 

—, Loebs, P., Maehr, R., Savarese, J. and 
Welch, R. 

High-performance liquid chromato- 
graphic analysis of doxacurium, a new 
long-acting neuromuscular blocker 389 

De Bruijn, E.A., see Tjaden, U.R. 141 

Debs, J.,see Jehl, F. 225 

Dengler, H.J., see Fischer, 1.U. 369 

Diquet, B., see Lacroix,C. 240 

Duwoos, H., see Lacroix,C. 240 

Eguchi, T. 

—, Miyazaki, H. and Nakayama, F. 
Simultaneous determination of keto and 
non-keto bile acids in human serum by gas 
chromatography with selected ion moni- 
toring 25 

Eichelbaum, M., see Gross, A.S. 183 

Emmert, J.,see Werner,G. 265 

Ena, J.M. 

—, Castillo, H., Sanchez, L. and Calvo, M. 
Isolation of human lactoferrin by affinity 
chromatography using insolubilized bo- 
vine f-lactoglobulin 442 

Fischer, I.U. 

— and Dengler, H.J. 

Sensitive high-performance liquid chro- 
matographic assay for the determination 
of eugenol in body fluids 369 

Forst, C., see Liebich,H.M. 1 

Furio, M.,see D’Aranno, V. 234 

Furuta, T. 

—, Kusano, K. and Kasuya, Y. 
Simultaneous measurement of endoge- 


Author Index 


Amlacher, R., see Weber, H. 459 

Arakawa, S., see Kojima, K. 210 

Aranno, V.D’,see D’Aranno, V: 234 

Aravagiri, M. 

—, Marder, S.R. and Van Putten, T. 
Determination of plasma homovarillic 
acid by column liquid chromatography 
with electrochemical detection 419 

Assman, B. 

— and Haas, H.J. 

Determination of creatinine-related uri- 
nary uracil excretion in children by high- 
performance liquid chromatography 277 

Aweeka, F.T., see Hassanzadeh, M.K. 133 

Baba, S., see Shinohara, Y. 93 

Badcock, N.R. 

Micro-scale method for itraconazole in 
plasma by reversed-phase high-perform- 
ance liquid chromatography 478 

Baier, G. 

—, Wollensak, G., Mur, E., Redl, B., Stéffler, 
G. and Géttinger, W. 

Analysis of human tear proteins by differ- 
ent high-performance liquid chromato- 
graphic techniques 319 

Banno, K. 

—, Matsuoka, M., Horimoto, S. and Kato, J. 
Simultaneous determination of panto- 
thenic acid and hopantenic acid in biolog- 
ical samples and natural products by gas 
chromatography-mass fragmentography 

255 

Barlow, R.D., see Parviainen, M.T. 193 

Benowitz, N.L., see Zhang, Y. 349 

Bianchetti, G., see Guinebault, P. 359 

Boismenu, R., see Van Oers, N.S.C. 59 

Boniforti, L., see Zuccaro,P. 447 

Borsini, F.,see D’Aranno, V. 234 

Borstel, B., see Gross, A.S. 183 

Bottjen, P.L., see Markin,R.S. 464 

Brenchley, P.E.C., see Sewell, R.F. 246 

Bruijn, E.A. de, see Tjaden, U.R. 141 

Brun, S., see Larroque,M. 249 

Calvo, M.,seeEna,J.M. 442 

Carlucci, G. 

High-performance liquid chromato- 
graphic assay for nizatidine, a new H, 
blocker, in human plasma and urine using 


disposable solid-phase extraction columns 
490 

Castillo, H.,seeEna,J.M. 442 

Cohen, B.L., see Van Oers, N.S.C. 59 

Cornaglia-Ferraris, P., see Montaldo, P.G. 
471 

Corran, P.H., see Lovell,G. 287 

Dal Fiume, D.,see Lorusso, V. 401 

D’Aranno, V. 

—, Mancinelli, A., Borsini, F., Furio, M. and 
Meli, A. 

Determination of nomifensine in rat brain 
by high-performance liquid chromato- 
graphy with fluorescence detection 234 

DeAngelis, R. 

—, Loebs, P., Maehr, R., Savarese, J. and 
Welch, R. 

High-performance liquid chromato- 
graphic analysis of doxacurium, a new 
long-acting neuromuscular blocker 389 

De Bruijn, E.A., see Tjaden, U.R. 141 

Debs, J.,see Jehl, F. 225 

Dengler, H.J., see Fischer, 1.U. 369 

Diquet, B., see Lacroix,C. 240 

Duwoos, H., see Lacroix,C. 240 

Eguchi, T. 

—, Miyazaki, H. and Nakayama, F. 
Simultaneous determination of keto and 
non-keto bile acids in human serum by gas 
chromatography with selected ion moni- 
toring 25 

Eichelbaum, M., see Gross, A.S. 183 

Emmert, J.,see Werner,G. 265 

Ena, J.M. 

—, Castillo, H., Sanchez, L. and Calvo, M. 
Isolation of human lactoferrin by affinity 
chromatography using insolubilized bo- 
vine f-lactoglobulin 442 

Fischer, I.U. 

— and Dengler, H.J. 

Sensitive high-performance liquid chro- 
matographic assay for the determination 
of eugenol in body fluids 369 

Forst, C., see Liebich,H.M. 1 

Furio, M.,see D’Aranno, V. 234 

Furuta, T. 

—, Kusano, K. and Kasuya, Y. 
Simultaneous measurement of endoge- 


nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillary gas chromatography-mass 
spectrometry 15 

Gallion, C., see Jehl, F. 225 

Gambertoglio, J.G., see Hassanzadeh, M.K. 
133 

Gent, T. van, see Van Gent, T. 433 

Géttinger, W., see Baier,G. 319 

Greef, J. van der, see'Tjaden, U.R. 141 

Grobecker, H., see Kees, F. 484 

Gross, A.S. 

—, Borstel, B. and Eichelbaum, M. 
Determination of gallopamil in serum by 
gas chromatography-mass spectrometry 
183 

Guinebault, P. 

—, Haddouche, A. and Bianchetti, G. 
High-performance liquid and gas chro- 
matographic methods for the determina- 
tion of cicloprolol 359 

Haas, H.J.,see Assmann, B. 277 

Hack, M.H. 

— and Helmy, F.M. 

Thin-layer chromatographic analysis of 
myelin lipids, their differential O-deacy- 
lation by primary alkylamines and their 
selective staining by thionine. A limited 
phylogenetic study 339 

Haddouche, A., see Guinebault, P. 359 

Harada, K., see Nishimura, K. 176 

Hassanzadeh, M.K. 

—, Aweeka, F.T., Wu, S., Jacobson, M.A. and 

Gambertoglio, J.G. 
Determination of phosphonoformic acid 
in human plasma and urine by high-per- 
formance liquid chromatography with 
electrochemical detection 133 

Haven, M.C., see Markin,R.S. 464 

Helmy, F.M.,see Hack,M.H. 339 

Herlin, C., see Jehl, F. 225 

Herranen, J.,see Parviainen, M.T. 193 

Hoang, T.P., see Lacroix,C. 240 

Horimoto, S., see Banno, K. 255 

Hou, K.C. 

— and Zaniewski, R. 

Purification of urokinase by combined 
cation exchanger and affinity chromato- 
graphic cartridges 297 

Huth, J.A., see Markin, R.S. 464 

Ivanov, A., see Kamberov, E. 307 


503 


Jacob, III, P., see Zhang, Y. 349 

Jacobson, M.A., see Hassanzadeh,M.K. 133 

Jamaluddin, A.B.M. 

—, Sarwar, G., Rahim, M.A. and Rahman, 
M.K. 

High-performance liquid chromato- 
graphic assay of rifampicin in human 
serum 495 

James, I.T. 

—, Perrett, D. and Thompson, P.W. 

Rapid assay for hard tissue collagen cross- 
links using isocratic ion-pair reversed- 
phase liquid chromatography 43 

Jehl, F. 

—, Debs, J., Herlin, C., Quoix, E., Gallion, C. 
and Monteil, H. 

Determination of navelbine and desace- 
tylnavelbine in biological fluids by high- 
performance liquid chromatography 225 

Kallay, Z.,see Weber, H. 459 

Kamberov, E. 

—and Ivanov, A. 

Purification of phospholipase-C from Ba- 
cillus cereus by affinity chromatography 
on  2-(4-aminophenylsulphony] )ethyl- 
cellulose 307 

Kamiyama, S., see Nagai, T. 203 

Kasuya, Y.,see Furuta,T. 15 

Kato, J.,see Banno, K. 255 

Kees, F. 

—, Raasch, W., Steger, M. and Grobecker, H. 
High-performance liquid chromato- 
graphic assay for cefotiam and d3-cefo- 
tiam inhuman serum 484 

Keler, T., see Somlyo, B. 329 

Kemper, A., see Wilhelm, D. 218 

Kirri, N., see Shinohara, Y. 93 

Ko, RJ. 

—, Li, W.Y. and Koda, R.T. 

Determination of the antimitotic agents 
N-desacetylcolchicine, demecolcine and 
colchicine in serum andurine 411 

Koda, R.T.,see Ko, R.J. 411 

Kojima, K. 

—, Yamanaka, M., Nakanishi, Y. and Arak- 

awa, S. 
High-performance liquid chromato- 
graphic determination of etilefrine in hu- 
man plasma using combined solid-phase 
and organic solvent extraction and elec- 
trochemical detection 210 


504 


Kovats, E.,see Somlyo,B. 329 

Kusano, K., see Furuta,T. 15 

Laatikainen, R., see Parviainen, M.T. 193 

Lacey, E. 

— and Snowdon, K.L. 

Isolation of mammalian brain tubulin by 
amino-activated gel chromatography 71 

Lachno, D.R. 

—, Patel, N., Rose, M.L. and Yacoub, M.H. 
Improved high-performance liquid chro- 
matographic method for analysis of cy- 
closporin A using an automated sample 
processor 123 

Lacroix, C. 

—, Hoang, T.P., Wojciechowski, F., Duwoos, 
H., Nouveau, J. and Diquet, B. 
Simultaneous quantification of zidovu- 
dine and its metabolites in serum and 
urine by high-performance liquid chro- 
matography using a column-switching 
technique 240 

Larroque, M. 

—and Brun, S. 

Dosage de méthylmethacrylate dans le 
sérum par chromatographie liquide 4 haute 
performance 249 

Lenzen, S., see Rustenbeck, I. 85 

Lewis, R.C., see Schwende, F.J. 151 

Li, W.J.,see Ko, R.J. 411 

Liebich, H.M. 

— and Forst, C. 

Basic profiles of organic acidsinurine 1 

Loebs, P., see DeAngelis, R. 389 

Lo Moro, A., see Raspi,G. 426 

Lorusso, V. 

—, Poggesi, I., Dal Fiume, D. and Tirone, P. 
High-performance liquid chromato- 
graphic assay of iomeprol in plasma and 
urine 401 

Lovell, G. 

— and Corran, P.H. 

Determination of L-thyroxine in reference 
serum preparations as the o-phthalalde- 
hyde-N-acetylcysteine derivative by re- 
versed-phase liquid chromatography with 
electrochemical detection 287 

Maehr, R., see DeAngelis, R. 389 

Magara, H., see Shinohara, Y. 93 

Mancinelli, A.,see D’Aranno, V. 234 

Marder, S.R., see Aravagiri, M. 419 


Markin, R.S. 

—, Wadman, M.C., Bottjen, P.L., Haven, M.C. 
and Huth, J.A. 

Short-column liquid chromatographic as- 
say for caffeine and chloramphenicol in 
serum 464 

Marko, V.,see Weber, H. 459 

Masuda, S., see Nishimura, K. 176 

Matsui, H., see Ohhira,S. 105 

Matsuoka, M.,see Banno, K. 255 

Meli, A.,see D’Aranno, V. 234 

Michalkiewicz, A., see Venn, R.F. 379 

Miyazaki, H.,see Eguchi,T. 25 

Montaldo, P.G. 

— and Cornaglia-Ferraris, P. 
High-performance liquid chromato- 
graphic determination in human plasma 
of anew immunomodulatory agent with a 
peptidyl-hypoxanthine structure (RM 06) 
471 

Monteil, H., see Jehl, F. 225 

Mur, E., see Baier,G. 319 

Murgita, R.A., see Van Oers,N.S.C. 59 

Nagai, T. 

— and Kamiyama, S. 

Assay of optical isomers of methamphet- 
amine and amphetamine in rat urine us- 
ing high-performance liquid chromato- 
graphy with chiral cellulose-based col- 
umns 203 

Nakanishi, Y., see Kojima, K. 210 

Nakayama, F., see Eguchi,T. 25 

Nishimura, K. 

—, Harada, K., Masuda, S. and Sugii, A. 
High-performance liquid chromato- 
graphy of serum albumins on an N-meth- 
ylpyridinium polymer-based column 176 

Nouveau, J., see Lacroix,C. 240 

Nowotny, A., see Somlyo, B. 329 

Oers, N.S.C. Van, see Van Oers, N.S.C. 59 

Ohhira, S. 

— and Matsui, H. 

Simultaneous determination of butyltin 
and phenyltin compounds in oysters by 
capillary gas chromatography 105 

Olsen, G.D., see Sandberg, J.A. 113 

Oosterom, A.T. van, see Tjaden, U.R. 141 

Pacifici, R., see Zuccaro, P. 447 

Parviainen, M.T. 

—, Puhakainen, E.V.J., Laatikainen, R., Sa- 


volainen, K., Herranen, J. and Barlow, 
R.D. 

Nicotine metabolites in the urine of smok- 
ers 193 

Patel, N., see Lachno, D.R. 123 

Pattyn, G., see Tjaden, U.R. 141 

Perrett, D., see james, I.T. 43 

Pichini, S., see Zuccaro, P. 447 

Poggesi, I., see Lorusso, V. 401 

Ponton, J.,see Zaton, A. 169 

Puhakainen, E.V.J., see Parviainen, M.T. 193 

Putten, R. van, see Aravagiri, M. 419 

Quindos, G., see Zaton, A. 169 

Quoix, E., see Jehl, F. 225 

Raasch, W., see Kees, F. 484 

Rahim, M.A., see Jamaluddin, A.B.M. 495 

Rahman, M.K.,see Jamaluddin, A.B.M. 495 

Raspi, G. 

—, Lo Moro, A. and Spinetti, M. 
High-performance liquid chromato- 
graphic method for the determination of 
aprotinin in body fluids 426 

Redl, B., see Baier,G. 319 

Reeuwijk, H.J.E.M.,see Tjaden, U.R. 141 

Rose, M.L., see Lachno,D.R. 123 

Rudolph, M. 

Direct enantiomeric separation of sateri- 
none by high-performance liquid chro- 
matography 161 

Rustenbeck, I. 

— and Lenzen, S. 

Quantitation of hexadecylphosphocho- 
line by high-performance thin-layer chro- 
matography with densitometry 85 

Sanchez, L., see Ena,J.M. 442 

Sandberg, J.A. 

— and Olsen, G.D. 

Microassay for the simultaneous deter- 
mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoylnorecgonine by high- 
performance liquid chromatography 113 

Sarwar, G., see Jamaluddin, A.B.M. 495 

Savarese, J.,see DeAngelis,R. 389 

Savolainen, K., see Parviainen, M.T. 193 

Schneider, V.,see Werner,G. 265 

Schwende, F.J. 

— and Lewis, R.C. 

Determination of nicorandil in plasma us- 
ing high-performance liquid chromato- 
graphy with photoconductivity and ultra- 
violet detection. Application to pre-clinical 
pharmacokinetics in beagle dogs 151 


Sewell, R.F. 

— and Brenchley, P.E.C. 

Coupling of mono- and polyamino ligands 
to solid phases by nucleophilic attack on 
coupling groups that may be sponta- 
neously hydrolysed 246 

Shinohara, Y. 

—, Kirii, N., Tamaoki, H., Magara, H. and 

Baba, S. 
Determination of the enantiomers of su- 
profen and [?H,]suprofen in plasma by 
capillary gas chromatography-mass spec- 
trometry 93 

Snowdon, K.L., see Lacey, E. 71 

Somlyo, B. 

—, Kovats, E., Keler, T. and Nowotny, A. 
Column liquid chromatography of endo- 
toxins 329 

Spinetti, M.,see Raspi,G. 426 

Steger, M., see Kees, F. 484 

Stéffler, G.,see Baier,G. 319 

Sugii, A., see Nishimura, K. 176 

Tamaoki, H., see Shinohara, Y. 93 

Thompson, P.W., see James, I.T. 43 

Tirone, P., see Lorusso, V. 401 

Tjaden, U.R. 

—, Reeuwijk, H.J.E.M., Van der Greef, J., 
Pattyn, G., De Bruijn, E.A. and Van Oos- 
terom, A.T. 

Bioanalysis of suramin in human plasma 
by ion-pair high-performance liquid chro- 
matography 141 

Tol, A. van, see Van Gent,T. 433 

Trnovec, T., see Weber, H. 459 

Van der Greef, J.,see Tjaden, U.R. 141 

Van Gent, T. 

— and Van Tol, A. 

Automated gel permeation chromato- 
graphy of plasma lipoproteins by prepa- 
rative fast protein liquid chromatography 
433 

Van Oers, N.S.C. 

—, Boismenu, R., Cohen, B.L. and Murgita, 

R.A. 
Analytical- and preparative-scale separa- 
tion of molecular variants of a-fetopro- 
tein by anion-exchange chromatography 
on Monobead™ resins 59 

Van Oosterom, A.T., see Tjaden, U.R. 141 

Van Putten, T., see Aravagiri, M. 419 

Van Tol, A.,see Van Gent, T. 433 


506 


Venn, R.F. 

— and Michalkiewicz, A. 

Fast reliable assay for morphine and its 
metabolites using high-performance liq- 
uid chromatography and native fluores- 
cence detection 379 

Wadman, M.C., see Markin,R.S. 464 

Weber, H. 

—, Marko, V., Kallay, Z., Trnovec, T. and 

Amlacher, R. 
Determination of a cytostatic agent, ben- 
damustine, in plasma using capillary gas 
chromatography with nitrogen-selective 
detection 459 

Weber, L. 

Rapid monitoring of chloramphenicol in 
microsamples of plasma by capillary gas 
chromatography with electron-capture 
detection 454 

Welch, R., see DeAngelis, R. 389 

Werner, G. 

—, Schneider, V. and Emmert, J. 
Simultaneous determination of creatine, 
uric acid and creatinine by high-perform- 
ance liquid chromatography with direct 
serum injection and multi-wavelength de- 
tection 265 


Wilhelm, D. 

— and Kemper, A. 

High-performance liquid chromato- 
graphic procedure for the determination 
of clozapine, haloperidol, droperidol and 
several benzodiazepines in plasma 218 

Wojciechowski, F., see Lacroix,C. 240 

Wollensak, G., see Baier,G. 319 

Wu, S., see Hassanzadeh, M.K. 133 

Yacoub, M.H., see Lachno,D.R. 123 

Yamanaka, M., see Kojima, K. 210 

Zaniewski, R., see Hou, K.C. 297 

Zaton, A. 

—, Quindos, G. and Ponton, J. 
Determination of monosaccharides by 
high-performance liquid chromatography 
in systemic candidosis 169 

Zhang, Y. 

—, Jacob, III, P. and Benowitz, N.L. 
Determination of nornicotine in smokers’ 
urine by gas chromatography following re- 
ductive alkylation to N’-propylnornico- 
tine 349 

Zuccaro, P. 

—, Zuccaro, S.M., Pacifici, R., Pichini, S. and 
Boniforti, L. 

Determination of isosorbide-5-mononi- 


trate in human serum by gas chromato- 
graphy-mass spectrometry 447 
Zuccaro, S.M., see Zuccaro, P. 447 


Subject Index 


Albumin 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 
Albumins 
HPLC of serum albumins on an N-meth- 
ylpyridinium polymer-based column 176 
Amphetamine 
Assay of the optical isomers of metham- 
phetamine and amphetamine in rat urine 
using HPLC with chiral cellulose-based 
columns 203 
Androstenedione 
Simultaneous measurements of endoge- 
nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillaryGC-MS 15 
Aprotinin 
HPLC method for the determination of 
aprotinin in body fluids 426 
Bendamustine 
Determination of a cytostatic agent, ben- 
damustine, in plasma using capillary GC 
with nitrogen-selective detection 459 
Benzodiazepines 
HPLC procedure for the determination of 
clozapine, haloperidol, droperidol and 
several benzodiazepines in plasma 218 
Benzoylecgonine 
Microassay for the simultaneous deter- 
mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoylnorecgonine by 
HPLC i138 
Benzoylnorecgonine 
Microassay for the simultaneous deter- 
mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoylnorecgonine by 
HPLC 113 
Bile acids 
Simultaneous determination of keto and 
non-keto bile acids in human serum by GC 
with selected ion monitoring 25 
Bovine serum albumin 
HPLC of serum albumins on an N-meth- 
ylpyridinium polymer-based column 176 
Butyltin compounds 
Simultaneous determination of butyltin 
and phenyltin compounds is oysters by 
capillaryGC 105 


Caffeine 
Short-column LC assay for caffeine and 
chloramphenicol in serum 464 
Cefotiam 
HPLC assay for cefotiam and d3-cefotiam 
inhuman serum 484 
Chloramphenicol 
Rapid monitoring of chloramphenicol in 
microsamples of plasma by capillary GC 
with electron-capture detection 454 
Chloramphenicol 
Short-column LC assay for caffeine and 
chloramphenicol in serum 464 
Cicloprolol 
HPLC and GC methods for the determi- 
nation of cicloprolol 359 
Clozapine 
HPLC procedure for the determination of 
clozapine, haloperidol, droperidol and 
several benzodiazepines in plasma 218 
Cocaine 
Microassay for the simultaneous deter- 
mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoylnorecgonine by 
HPLC 113 
Codeine 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 
Colchicine 
Determination of the antimitotic agents 
N-desacetylcolchicine, demecolcine and 
colchicine in serum andurine 411 
Collagen cross-links 
Rapid assay for hard tissue collagen cross- 
links using isocratic ion-pair reversed- 
phase LC 43 
Cotinine 
Nicotine metabolites in the urine of smok- 
ers 193 
Cotinine 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 
Cotinine-N-oxide 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 


508 


Creatine 
Simultaneous determination of creatine, 
uric acid and creatinine by HPLC with di- 
rect serum injection and multi-wave- 
length detection 265 
Creatinine 
Simultaneous determination of creatine, 
uric acid and creatinine by HPLC with di- 
rect serum injection and multi-wave- 
length detection 265 j 
Creatinine 
Determination of creatinine-related uri- 
nary uracil excretion in children by HPLC 
277 
Cyclosporin A 
Improved HPLC method for analysis of 
cyclosporin A using an automated sample 
processor 123 
Demecolcine 
Determination of the antimitotic agents 
N-desacetylcolchicine, demecolcine and 
colchicine in serum andurine 411 
Deoxypyridinoline 
Rapid assay for hand tissue collagen cross- 
links using isocratic ion-pair reversed- 
phase LC 43 
N-Desacetylcolchicine 
Determination of the antimitotic agents 
N-desacetylcolchicine, demecolcine and 
colchicine in serum and urine 411 
Desacetylnavelbine 
Determination of navelbine and desace- 
tylnavelbine in biological fluids by HPLC 
225 
Doxacurium 
HPLC analysis of doxacurium, a new long- 
acting neuromuscular blocker 389 
Droperidol 
HPLC procedure for the determination of 
clozapine, haloperidol, droperidol and 
several benzodiazepines in plasma 218 
Endotoxins 
Column LC of endotoxins 329 
Enzymes 
Purification of urokinase by combined 
cation exchanger and affinity chromato- 
graphic cartridges 297 
Enzymes 
Purification of phospholipase-C from Ba- 
cillus cereus by affinity chromatography 


on  2-(4-aminophenylsulphony] )ethyl- 
cellulose 307 
Ethanolamine plasmalogens 
TLC analysis of myelin lipids, their differ- 
ential O-deacylation by primary alkylam- 
ines and their selective staining by thion- 
ine. A limited phylogenetic study 339 
Etilefrine 
HPLC determination of etilefrine in hu- 
man plasma using combined solid-phase 
and organic solvent extraction and elec- 
trochemical detection 210 
Eugenol 
Sensitive HPLC assay for the determina- 
tion of eugenol in body fluids 369 
a-Fetoprotein 
Analytical- and preparative-scale separa- 
tion of molecular variants of a-fetopro- 
tein by anion-exchange chromatography 
on Monobead™ resins 59 
Gallopamil 
Determination of gallopamil in serum by 
GC-MS 
Glycolipids 
TLC analysis of myelin lipids, their differ- 
ential O-deacylation by primary alkylam- 
ines and their selective staining by thion- 
ine. A limited phylogenetic study 339 
Haloperidol 
HPLC procedure for the determination of 
clozapine, haloperidol, droperidol and 
several benzodiazepines in plasma 218 
Hexadecylphosphocholine 
Quantitation of hexadecylphosphocho- 
line by HPTLC with densitometry 85 
Homovanillic acid 
Determination of plasma homovanillic 
acid by colum LC with electrochemical 
detection 419 
Hopantenic acid 
Simultaneous determination of panto- 
thenic acid and hopantenic acid in biolog- 
ical samples and natural products by GC- 
mass fragmentography 255 
Human serum albumin 
HPLC of serum albumins on an N-meth- 
ylpyridinium polymer-based column 176 
trans-3' -Hydroxycotinine 
Nicotine metabolites in the urine of smok- 
ers 193 


4-Hydroxy-3-methoxyallylbenzene 
Sensitive HPLC assay for the determina- 
tion of eugenol in body fluids 369 
Hypoxanthine, peptidy] derivatives 
HPLC determination in human plasma of 
a new immunomodulatory agent with a 
peptidyl-hypoxanthine structure (RM 06) 
471 
Immunoglobulins 
Analysis of human tear proteins by differ- 
ent HPLC techniques 219 
Iomeprol 
HPLC assay of iomeprol in plasma and 
urine 401 
Isosorbide-5-mononitrate 
Determination of isosorbide-5-mononi- 
trate inhuman serum by GC-MS _ 447 
Itraconazole 
Micro-scale method for itraconazole in 
plasma by reversed-phase HPLC 478 
Keto bile acids 
Simultaneous determination of keto and 
non-keto bile acids in human serum by GC 
with selected ion monitoring 25 
Lactoferrin 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 
Lactoferrin 
Isolation of human lactoferrin by affinity 
chromatography using insolubilized bo- 
vine f-lactoglobulin 442 
Lipids 
TLC analysis of myelin lipids, their differ- 
ential O-deacylation by primary alkylam- 
ines and their selective staining by thion- 
ine. A limited phylogenetic study 339 
Lipoproteins 
Automated gel permeation chromato- 
graphy of plasma lipoproteins by prepa- 
rative fast protein LC 433 
Lysozyme 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 
Methamphetamine 
Assay of the optical isomers of metham- 
phetamine and amphetamine in rat urine 
using HPLC with chiral cellulose-based 
columns 203 
Methy]! methacrylate 
Determination of methyl methacrylate in 
serum by HPLC 249 


Monoamino ligands 
Coupling of mono- and polyamino ligands 
to solid phases by nucleophilic attack on 
coupling groups that may be sponta- 
neously hydrolysed 246 

Monosaccharides 
Determination of monosaccharides by 
HPLC in systemic candidosis 169 

Morphine 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 

Morphine glucuronides 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 

Myelin lipids 
TLC analysis of myelin lipids, their differ- 
ential O-deacylation by primary alkylam- 
ines and their selective staining by thion- 
ine. A limited phylogenetic study 339 

Navelbine 
Determination of navelbine and desace- 
tylnavelbine in biological fluids by HPLC 
225 

Nicorandil 
Determination of nicorandil in plasma us- 
ing HPLC with photoconductivity and UV 
detection. Application to pre-clinical 
pharmacokinetics in beagle dogs 151 

Nicotine 
Nicotine metabolites in the urine of smok- 

ers 193 
Nicotine 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 
Nicotine-N-oxide 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 
Nizatidine 
HPLC assay for nizatidine, a new H, 
blocker, in human plasma and urine using 
disposable solid-phase extraction columns 
490 
Nomifensine 
Determination of nomifensine in rat brain 
by HPLC with fluorescence detection 234 
Norcocaine 
Microassay for the simultaneous deter- 


510 


mination of cocaine, norcocaine, benzoyl- 
ecgonine and benzoyinorecgonine by 
HPLC 113 

Normorphine 
Fast reliable assay for morphine and its 
metabolites using HPLC and native fluo- 
rescence detection 379 

Nornicotine 
Determination of nornicotine in smokers’ 
urine by GC following reductive alkyla- 
tion to N’-propylnornicotine 349 

Organic acids 
Basic profiles of organic acids 1 

Pantothenic acid 
Simultaneous determination of panto- 
thenic acid and hopantenic acid in biolog- 
ical samples and natural products by GC- 
mass fragmentography 255 

Phenyltin compounds 
Simultaneous determination of butyltin 
and phenyltin compounds in oysters by 
capillaryGC 105 

Phospholipase-C 
Purification of phospholipase-C from Ba- 
cillus cereus by affinity chromatography 
on  2-(4-aminophenylsulphony] )ethyl- 
cellulose 307 

Phospholipids 
Quantitation of hexadecylphosphocho- 
line by HPTLC with densitometry 85 

Phosphonoformic acid 
Determination of phosphonoformic acid 
in human plasma and urine by HPLC with 
electrochemical detection 133 

Polyamino ligands 
Coupling of mono- and polyamino ligands 
to solid phases by nucleophilic attack on 
coupling groups that may be sponta- 
neously hydrolysed 246 

Protein migrating faster than albumin 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 

Proteins 
Isolation of human lactoferrin by affinity 
chromatography using insolubilized bo- 
vine B-lactoglobulin 442 

Proteins, human tear 
Analysis of human tear proteins by differ- 
ent HPLC techniques 319 


Pyridinoline 
Rapid assay for hard tissue collagen cross- 
links using isocratic ion-pair reversed- 
phase LC 43 

3-Pyridylcarbinol 
Nicotine metabolites in the urine of smok- 
ers 193 

Rifampicin 
HPLC assay of rifampicin in human serum 

495 

RM 06 
HPLC determination in human plasma of 
a new immunomodulatory agent with a 
peptidyl-hypoxanthine structure (RM 06) 
471 

Saterinone 
Direct enantiomeric separation of sateri- 
noneby HPLC 161 

Steroids 
Simultaneous measurements of endoge- 
nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillary GC-MS 15 

Suprofen 
Determination of the enantiomers of su- 
profen and [?H;]suprofen in plasma by 
capillary GC-MS 93 

Suramin 
Bioanalysis of suramin in human plasma 
by ion-pair HPLC 141 

Testosterone 
Simultaneous measurements of endoge- 
nous and deuterium-labelled tracer vari- 
ants of androstenedione and testosterone 
by capillary GC-MS 15 

Thymine 
Determination of creatinine-related uri- 
nary uracil excretion in children by HPLC 
277 

L-Thyroxine 
Determination of L-thyroxine in reference 
serum preparations as the o-phthalalde- 
hyde-N-acetylcysteine derivative by re- 
versed-phase LC with electrochemical de- 
tection 287 

Tubulin 
Isolation of mammalian brain tubulin by 
amino-activated gelchromatography 71 

Uracil 
Determination of creatinine-related uri- 


nary uracil excretion in children by HPLC 
277 

Uric acid 
Simultaneous determination of creatine, 
uric acid and creatinine by HPLC with di- 
rect serum injection and multi-wave- 
length detection 265 

Urokinase 
Purification of urokinase by combined 
cation exchanger and affinity chromato- 
graphic cartridges 297 


Zidovudine 
Simultaneous quantification of zidovu- 
dine and its metabolites in serum and 
urine by HPLC using a column-switching 
technique 240 

Zidovudine 5’ -O-glucuronide 
Simultaneous quantification of zidovu- 
dine and its metabolites in serum and 
urine by HPLC using a column-switching 
technique 240 


